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e Check the credentials of the optometrist. 
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Beach Vision offers a vast selection of prescription glasses and sunglasses fit to the 





aesthetic you are seeking. 





Understand 
your needs 


As mentioned above, optometrists may recommend a 
patient to an ophthalmologist for complex issues. The 
former treat Common eye diseases and conditions. 
Generally speaking, if your eyes are healthy and won't 
need specialized treatment or surgical procedure, an 
optometrist may address an issue. If you are unsure 
about who to consult, it’s always better to seek advice 


from a primary care doctor. 


Check the ^ 
credentials 
of the 
optometrist 





An optometrist must hold a Doctor of Optometry (O.D.) degree. 
You should check for the reputation, including if the 
professional has any history of malpractice or disciplinary 
action. You may also wish to visit review sites and profiles, in 
which you can judge their trustworthiness based on parameters 


like years of experience, behaviours, certifications, etc. 
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Dr. Charles 
Register 


When it comes to vision care, Beach Vision 
deserves a special mention. Its team has more than 


50 cumulative years in eye care. 


Dr. Charles Register has practised Optometry in the 
Daytona Beach and New Smyrna area since the 
year 1982 and he opened Beach Vision in the year 
1997. Dr. Charles Register is passionate about 
serving the New Smyrna Beach community with 
high-quality customer service, products, and vision 
care solutions. He is a member of the Florida 
Optometric Association and the American 


Optometric Association. 
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